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LESS UPKEEP COST 


; a ! 


Lubricate your Diesels with 
TEXACO URSA OILS 


Texaco Ursa Oils are so far out in front because thes are espe- 


cially made to prevent oxidation and the tormation of carbon, 
varnish, sludge and gum; because they take high temperatures 
and pressures “in stride”... keep rings free... ports clear 


valves active. 


Ali this adds up to more efhicient operation, less fuck con 





sumption, lower maintenance costs. No wonder leading Diesel 
engine builders approve Texaco Ursa Oils no wondets 


operators prefer them 


When selecting Dicsel lubricating oil, remember this fact 


more stationary Diesel horsepower in the United States ts lubyi 


. ; ; , » 
cated with Texaco Ursa Oils than with any other brand. 


oe 
Let a Texaco Lubrication Engineer show vou how Texaco . 
Ursa Oils can step up your Diesel efficiency. Just call the nearest ae ait 
of the more than 2,000 Texaco Wholesale Distributing Plants aot & i 
in the 48 States. or write The Texas ¢ ompany, 135 East 42nd z “ 
=v ° ‘ 1Z * 
Sercet, New York 17, N. ¥ iF ' 
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This aerial view of our plant will give you a good idea of our facilities 


for turning out crankshafts and forgings for diesels. 


We have been at it since 1910, during which time we have been furnish 
ing a constant and steady supply of crankshafts and forgings for use on 


diesel engines. 


Manufacturers of diesels rely upon Ellwood City Forge for their most 


exacting requirements. We never disappoint them. 


We suggest you write or look in on us for your crankshafts and forgings. 


We can take care of your needs in a thoroughly satisfactory manner 


Klhwood City Forge Company 


ELLWOOD CITY PENNSYLVANIA 
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NOW Tri-Clad construction features have been extended to include 


high-speed synchronous generators. This means 


Greater Operating Dependability 
Longer Generator Life 


Reduced Maintenance Costs 
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-to your most exacting requirements Pin 


One thing you want in a Diesel engine is security against power 


failure. An unscheduled stoppage in your power source can spe ll a lot of trouble 


It can cost you plenty for time out from doing its job whether the applic ition is in power 


plants, oil helds, pipe lin Ss, dredges, industrial power or irrigation 


Yes, these and other power applications demand that Diesel engines measure up to 
tl I 


specific high-performance requirements. Enterprise Diesels, conservatively t ited for 


puta stop to power failure worries. Continuous engineering 


highest service in any job [ 


idvancement, backed by vears of Diesel bui ding experience, has always kept 
Enterprise Diesels a step ahead in new de velopments designed to provide you 


with the most modern, efticient power 
For dependable performance, look to Enterprise. . WRITE TODAY! 


New Bulletin No. 203 de 
scribes ar llustrates the 
’ ° . > ’ ros 
Chowce of lhe / ower Ie rperts complete line of Enter 
prise Stationory Diesels 
and Generator Sets 


ENTERPRISE Diasals 








ee ae ee €. gS mo © § @- Ss So 8€ SB @& @ F c oO 


18TH & FLORIDA STS SAN FRANCISCO 1o, CALIF OFFICES IN PRINCIPAL CITIES 


January, 1950 































qa cia 
\ yu ) | \ stilleetion & DURA- 


b “-. BILITY FOR CONVEY- 
f zING .. . provides 


Gfiito 
4 — em ———ene (2 * | strength; withstands 
& \ bik 4 i severest abrasion 
.. ge if 











HANDLES HOT MA- 
TERIALS...unsurpes- 
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€ kerosene, chemi- 
ata cals -and volatiles 
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ARMED SECURITY 
FOR CABLES... flexible 
protective coating to 
protect cables, instru- 
ment wires and lines 


TAKES SHAKES OUT , 
OF AIR LINES... on 
compressor, diesel ex- 
hausts and steamlines 














INDUSTRIAL 
LUBRICANTS 


Boston e Charlotte, N. C. e Pitts- 
burgh e Philadelphia e Chicago 
Detroit e Tulsa e Cleveland 
San Francisco e Toronto, Canada 


REFINERS AND MARKETERS OF VEEDO! THE WORLD'S MOST FAMOUS MOTOR Oll 
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% 
NOW. .. liger Bronze Bars 


at your fingertips; 
P < 
For speed and convenience, order this famous N-B-M Bronze from 


conveniently located stocks. 13” lengths in all popular sizes...choice 
of machined or as cast cored and solids, or as cast hexagons 


He 


@ Wear-Resistant Shock-Resistant and Embeddabk« 


@ Anti-Frictional Easy to Machine 
N-B-M 
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Be sure to ask for this new, free booklet 
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NATIONAL BEARING DIVISION 


4930 Manchester Avenue + St. Lovis 10, Mo. 


e NILES, OHIO e« PORTSMOUTH, VA, « 





BACHARACH 
Dicrel TAF wistRUMENTS. 


pees aa 


—_ 


For Testing Compression Pressures of u Running Engine For Testing Firing and Compression 
‘ Pressures at any Engine Speed 
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ipter regular! MOTORITE 
| INDICATOR 


‘ DIESEL COMPRESSION TESTER 
For Testing Nozzles and Injectors ' For Pressure-Time Diagrams 
at Slow and Medium 
Engine Speeds 


TYPE 2-CPT 

INDICATOR 

For Pressure-Time Diagrams 
at High Engine Speeds 


d enyine 


TYPE 4-HST 
INDICATOR 


For Pressure-Volume Diagrams at -_ . 
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a = - 


Slow and Medium Engine Speeds 
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Nozzle Service Kit | Indicator Valve 


Indicator Diegram 
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of all 
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TYPE 2-CP : 
INDICATOR 


Pact and conver 


tent metal case. 


BACHARACH INDUSTRIAL INSTRUMENT CO. -7000 Bennett St., Pittsburgh 8, Pa. 
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RIGHT ro ection of Cooper-Besse 
diese 15 r 22° stroke 
jeq ompact a ign anda articuia 

; include 


cro 


Another Example 
of 
hifficient Power 


at Lower Cost 


Announcing’ I- DESIGN” 


OF THE FAMOUS 


COOPER-BESSEMER TYPE LS ENGINES 


T is well known that users o 1 the cost of buildings, foundat 
Cooper-Bessemer in-line LS en nstallation, over-all operation 


1] 


formance seldom equalled in_ the 


{ atuu4 : jines have profited by engine per maintenance 
800 to 1700 hp class ike the in-line LS. the LSV 
@ Unequaled space, instal- 
lation and Operating Now. the LS “V" de 
economies 


1s a full diesel, gas-diesel o 
sign offers double jnited gas engine. If your 
the power in practically the same le n full or partial gas operation 


pace, while retaining the excey bear in mind that Cooper-Besseme: 





® Compact 12 and 16 cyl 


; tional stamina, high efficiency and iesels offer exceptional efficien 
inder sizes 


ow maintenance characteristic of y over the entire load range . and 
®@ Up to 3,400 horsepower LS operation. Today, no com} arable that Cooper-Bessemer spark-ignite 
engine offers as favorable a power jas engines an now be 
@ Full diesel, gas, gas- to-space ratio harged, permitting sen cstronest 
diesel operation, super- economies compared with 
charged or atmospheric 


+ 


The advantages are obvious. Tota jas engine 


power requirements can be met 





with fewer or smaller engine 


permitting big direct savings /he 


Cooper -Bessemer 
Corporation 





MOUNT VERNON, OHIO — GROVE CITY, PENNA 





Announcing a New Piston Ring Material 


“CYCLAN” 


Especially developed for severe sé 
engines This superior mater 
ions Ot a vood piston 


\’ 1 i ny a oy 


ial has th 


ben bialuc than 20,000,000 
lenstle Streneth in excess of GO.OO0 | 
Extreme Resistance to Property Chang 
Hieh Impact Valve tor shock resistan 
Hieh Resistance to Breakage and ¢ 
distortion prior to tracture without sacrificing tf 


A Structure that assures excellent wear qualities 
Worite for 





PISTON RINGS : PISTONS 
CYLINDER SLEEVES 





cut engine wear-rate up to 


New RPM DELO Lubricating Oils contain advanced, 


special compounding. Proved in actual operation, 


they keep engines cleaner, increase protection and 


extend overhaul periods of all heavy-duty engines. 


inder extreme Operation conditions, these new 
RPM DELO Oils reduced wear-rates up to 85 
over conventional heavy-duty type lubricants index fe 


meets | 


Superior compounding in new RPM DELO 


t 


Oils kept top-ring grooves, oil rings, and skirtg An entirel 


ireas Of pistons remarkably clean in high-tem 


ievel that 
perature, high-output truck and tractor engines ew. m 
ter mended { 
ords show that new RPM DELO Oils cut main Meets | 
tenance costs as much as 60 reduced oil plementa 


consumption 30 to 50 over the long run PM 


This Highest qualit y-level oil, designed for extremely, 
new line covers normal to extremely severe con severe operating conditions. (Meets U.S. Arm 
ditions. The grade that meets your needs will Specification 2-104B, Supplemental List No 
double protection against lubrication failures iso the rigid requirements of Cate rpill ur Trac 
vive you all-around better engine performance tor Company’s Superior Lubricants — Series 2 

maT on new RPM DELO 
\ new, high quality-level compounded oil re« Oils. Actual test data furnished free. For com 
ommended for heavy-duty diesel or gasoline plete information and the name of vour nearest 


engines in normal to difficult service Meets Distributor. write to any « he 
U.S. Army Specification 2-104B listed below 
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i {diesel equipment 


THE ELECTRIC AUTO-LITE COMPANY 


Money cannot buy better diese ot guipment ha 


STARTERS 
BATTERIES 
GENERATORS 
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CUEP ELE nt 


Made by 
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Springfield 7, Massachusetts * Service the World Over 


Diesel Power and Diesel Transportation 





For more than 30 years Eaton has been 
privileged to cooperate with the country's 
leading Diesel engine builders in furnishing 
valves and other valve train parts. These 
engine manufacturers have found that Eaton's 
broad experience in the Diesel engitte field 
and Eaton's understanding of the problems 
peculiar to Diesel engineering, are as 
valuable to them as the quality 


of the valves produced. 


Eaton engineers will welcome the opportunity to discuss 
the application of Eaton valves to engines now in design 


or in production 


EATON 
7A 4 


DIESEL 


January 
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(2 500 Horsgoower! 






fo r MODEL DIX 


HIGH-SPEED, HEAVY-DUTY SERVICE Jaa 


MODEL DIX 4 
4 cylinder Diesel 





~~ MODEL OM © 
6 cylinder Bievel 


MODEL OX 
6 cylinder Diesel 


MODEL OWXLDF 

~ ) cylimder horizontal Diesel 

MODEL DRX (available in both horizontal 
6 cylinder Diesel and vertical design) 


MODEL DFX 
6 cylinder Diesel 





DIX61 ‘ $ | DNX V-8 
DJXE x4 7] DNX VL 
DJX« "a4 ma | DNX V-8DS | 


HERCULES MOTORS CORPORATION « Canton, Ohig, U.S.A. 


Cancer is curable if discovered early 


e sym] n ippear, see your doctor al once 


Write for the b I t cancer. J id 


to “CANCER” 


SOCIETY, INC. 


1 


AMERICAN CANCER 
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Easier to keep going 
when the goings , 


Worthington Diesels 
Simplify Maintenance 
Under Excessive 
Dust Conditions 
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WORTHINGTON-BUILT AUXILIARIES 


Balanced Angle Oil « Cooling Water p ve Type 
Compressors Transfer Pumps Circulating Pumps i gine Water Cooler 
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In a Diesel engine, in the boom of an excavator, or 
in the landing gear of an airplane, sleeve bearings 
and bushings are the equivalent of jewels in a 


watch. They must meet high precision standards. 


The Federal-Mogul babbitt-lined bearing pictured 
above passes through 18 precise, major manutac- 
turing Operations in “strip” production, During 
this period it must pass muster in 51 measurement 
checks, visual examinations, analysis, temperature 
and special tests. Just one production operation 


immediately requires checking wall thickness in 


ae lh: u ted 


HIGH SPEED, high tempera 
tybe bear- f pumps. 


in many dustrial electric rs and 


s ar uses 


SPEED & LOAD beorings 


at least six places, crush relief in at least four places 
and detailed visual scrutiny of the finished lining 


surtace 


To produce the fine performance your specifica 
tions call for there can be no compromise at any 
point in manufacture. Our seven sleeve bearing 
manufacturing plants—the result of over 50 vears 
specialization — with extensive research and eng 
neering facilities, can combine quantity, low cost 
and quality in bearings that wiil do your job well 


Your inquiry is invited 


steel and nze back opr 


Power goes to work smoothly through 


FEDERAL- MOGUL 


FEDER AL-MOGUL CORPORATION 


11041 SHOEMAKER, DETROIT 13, MICH. 
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O remove all three major contaminants of Diesel lub 
ricating oil, use the De Laval “Puri-Filter.” The fi: 
two, dirt and water, are separated from the oil by De Lav 
Centrifugal Force, as embodied in the bow] of the De L 
Oil Purifier. The water i scharged continuously 
the Purifier bowl. The third ol al carbon 
] 


out of the purified oil by Fram 


The De Laval “Puri-Filter,” 


De Laval “Uni-Matic” Oi! Purif 


Filters, gets rid of all solid impurities down to on 


in [It likewise keeps the oil mpletely free o 
It is there 


protecting 


Write 


Diesel 


THE DE LAVAL SEPARATOR COMPANY 
165 Broadway, New York é 427 Rand 

DE LAVAL. PACIFI O., 61 Beale 

THE DELAVAL COMPANY Limited. Peter 


t 


» OL PURIFIERS 


DIESEL LUBRICATING OL 








DIESEL-ELECTRIC LOCOMOTIVE 


BY C. F. FOELL 
AND M. E. THOMPSON 


THE BOOK FOR THE “AGE OF DIESEL” IN RAILROADING 


658 PAGES—-560 ILLUSTRATIONS 


Yes, the trend today is to Diesel in the railroad field. And with this extraordinary 
volume on the DIESEL-ELECTRIC LOCOMOTIVE, vou have the most up-to 


date and comprehensive treatment of this field that is obtainable. 


Here you'll find the railroad Diesel from A to Z; its history, advantages, 
engineering, construction, operation, principles of maintenance and selection to 
meet varying conditions of expected use. It is a basic handbook designed to 
answer every conceivable problem. At the same time, it is keyed to the practical 
conditions of operation, and discusses an ‘presents all the specific types of 
engines. 

Railroad officials call this the most genuinely useful book on Diesel railroad 
ing they have seen. It is an invaluable guide that enables you to have at yout 


side, at very low cost, the answers to every question that may artse to puzzle 


you 


TABLE OF CONTENTS 


History and Development-——Advantages—Classes of Locomotives:—-Con 
struction and Parts—The Engine-Generator Assembly—Traction Mo 
tors and Final Drive—Propulsion Control, Main and Accessory—Power 
Plant Controls—Locomotive Selection—The Diesel Cycle—Diesel En 
gines, Types and Styles—Locomotive Diesel Engines—Fuels and Com 
bustion—Fuel Systems, Jerk Pump Types, Distributor and Common-Rai! 
Cypes—Lubricants and Lubrication—Major Locomotive Accessories- 

Trucks, Brakes-—Mechanical and Hydraulic Drive Diesel Locomotives 

Engineering Fundamentals, Mechanical, Magnetic and Electrical—Main 


tenance of Engine, Generators, Motors, Auxiliary Electric and Mechanical 





Items.—Notes on Operation and Maintenance. 
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DELCO-REMY 


ON THE DIESELS 


GM Diesel, 
. -equipped 
Four Delco-Remy genersting ynits. 


1000-kw., @ © 


DIESELS ON THE JOB 


Modern Diesel engines are consistently dependable sources 


of power... and Delco-Remy electrical units have helped 
Diesels establish their reputation for dependability and 
consistency. 
Since the early davs of the Diesel engine, Delco-Remy has 
worked closely with Diesel engine makers to produce 
electrical equipment that is sturdy, reliable, fitted to 
the job 
GNITED The name Delco-Remy is assurance of good performances 
“EP DVICE That is why makers and users of Diesel engines rely on 
) » Delco-Remy for electrical units that keep their engines 
MOTORS Y on the job. 


DELCO-REMY—A UNITED MOTORS LINE 


Service Parts and Delco Batteries D 
Available Everywhere, Through @ o \ \Y 
UNITED MOTORS DISTRIBUTORS \{ 


DIVISION, GENERAL MOTORS ¢ IRPORATION 


ANDERSON, INDIANA 


DELCO-REMY a WHEREVER WHEELS TURN OR PROPELLERS SPIN 
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FIVE STEPS THAT BUILD SECURITY 


eurtty of vou 


rco 
vour Payroll Savings Plan? 


iT WORKS TWO WAYS 
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OW do you Higure 


PISTON RING Costs? 


By What You Get For Your Operating Dollar? 


A close analysis of your operating costs will ring requirements. The result is that when 
show how important piston rings are in keep you buy Cook Rings you re sure of getting a 
ing power costs in bounds. Fuel and lub oil combination designed to keep operating costs 
consumption, power output and availability low and power output up 
are just a few of the factors which are directly 
You can get the advantages of Cook's ‘Job 

influenced by piston ring performance ' 
Engineered” Piston Rings by calling or writing 
SO when you buy piston rings ask yourself the office nearest you 
this question. “What effect will these rings ‘. 

no! For details on Cook Rings and our job engi 
nave on my operating costs? : 


neering program, contact the office nearest 

If you do this, you Il find an answer to low you 

»st, efficient performance in Cook Graphitic 

> . C. Lee Cook Mfg. Co., Inc., Louisville, Ken 
Iron Rings Cook Rings are built to high 


tucky. Branch Office in Baltimore, Boston 


precision standards to assure proper ten P 
F Chicago, Cleveland, Houston, Los Angeles 


Mobile, New Orleans, New York, San Fran 


ioning and correct light tightness and flat 
ness They use a ring material which ha 


T i 
j | isco iuisa 
Outstanding ability to retard and resist wear 
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Above all, Cook Rings are engi . 
neered to your specific pe ’ y a \ 
ating conditions. This is done by GRAPHITIC IRON SL 
oe 


we 


trained engineers after a careful 
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{ 
on-the-job survey of your piston \¢- 
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} I {HE job may be passenger car, truck of dollars spent in t rch assure per 
bus, or tractor engine —there ts a formance that matches every development 


{ 


Monmouth Replacement Bearing desis gned in engine design and construcuon 


and built for the service each must deliver. Minute-Man service on Monmouth 


No other replacement bearing gives you Bearings and chassis parts is provided ry 


this kind of tailor-made service N. A. P. A. Jobbers coast to coast 





Dhese bearings are made in the world's For economy and pe 


large st, most efficient and most modernly specity Monmouth 


equipped engine bearing factory. Millions replacement bearings 


MONMOUTH PRODUCTS DIVISION 
EVELAND GRAPHITE BRONZE 


Cleveland 3, Ohio 


FOR ENGINE BEARINGS 
CLUTCH PLATES AND PARTS 
CHASSIS PARTS 
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Editorial: 


Diesels and the General Public 


_— PING que thy on ou ‘oular comunuting 

train and reading r paper. our ears were 
snapped to attention by plainly audible con 
Versation concerning diesel engines The (yu = 
lion up for discussion was the matter of repower 
ing a pleasure boat. The owner thought that li 
would like to have a diesel and was immediately 
overruled by a somewhat overpowering ventle 
man The subject matter is of relative unim 
portance ind. in faet. perhaps the expense ol 
the diesel was not warranted im view of the 
application What was portant was the tre 
mendous amount of misinformation that) was 
accepted as vospel imply because it was stated 
in a loud clear voice. 

Diesels were clumsy: they were unreliable 
they ran on a form of erude oil: they were a 
hig as a house for very little horsepower: thes 
could always be depended upon to break dow: 
right in the ocean inlet so that if vou didn't los 
vour boat. the Coast Guard had to come after 
vou: and so forth. to new heights of ridiculou 
ness. Where did this man get his information 
or nusinformation’ We will bet it wasn't 
\bout the only thing that he had right was the 
Phiadane diesel” and even then there is some con 
troverss as to whether Dr. Diesel or Herbert 
\krovd Stuart had the prior claim 

Next. we came across a mention in a metro 
politan daily paper regardin lual-fuel engine 
with partreutar empha- on sewage disposal 
plant application. The tone of the story would 
indicate that th was something brand new in 
~pite ol the facet that these have been succes<fully 
used in the ‘Tallmans Island Sewage Di posal 
Plant in New York sinee 1945 

These two occurrences are cited to protrat cuit 
the necessity for expanded thinking along the 
lines of public relations in the diesel industry 
Broad public acceptance of diesels as a form 
of power is an enviable objective and most con- 
ducive toward widening diesel usave lo this 
end. the diesel story its advantages and even 
its disadvantages must be told frankly and 
frequently 

We have examples of how this work is pro- 
“Ing In improvement of publierty technique- 


n releasing material to the trade press and in 
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the educational program of DEMA, The former 
provides a freet interchange of informatio 
among those in the industry and in this regard 
we feel that we are playing an iniportant part 
The latter is bound to not only Ip rave the 
qualities of the engineers who will design oun 
future engines and accessory equipment nul 
will increase the number of proponents of diesel 
power through a better and more pr ictical un 
derstanding of the diesel’s potentialitie: 

Hlowever. we till haven't solved the p! 
of our man with the loud voice or thos 
like the late Will Rogers. only know what 
read in the papers Here is ease for the di 
emination of information through gieor enet 
media. Diesels are news and through such out 
standing achievements as the eapture of the 
railroad field have become a household word 
But they remain just a word: Knowledge 
peritye ipole - and baste econotites are teces- 

How to do it? Publie relations men will knov 
the answers and we humbly suggest investigation 
rf the wceptance of timely and interestin 
leases by the press and radio. beth loeal and 
-vndieated. Preparation of basie material 
tine n schools at the lower level will help 
will get the straight) story acros- 
veneration. The straight story is | 
we all Know. the diesel will stand 
merits, tas a case of getting the stors 
thre vreatest number 

l- it worthwhile? We think so Len the 
places are a lot of potential customer 
that huge public that can be reached in 
other wavy Sooner or later some of thes 
have to make a decision regarding the choice 
it form of power. Straight information ts hes 
to pay off. Knowledge is power and in this « 
inight mean diesel power (,ood will certainh 
will result and the need of this commodity never 
reaches a saturation point 

Probably. the clincher in this respect is the 
fact that associated industries are currenth 
prosecuting such programs and even steppin 
them up Just to cite two examples check the 
ietivities of the American Petroleum Tnstitute 
ind the New York. New Haven and Hartt 


Railro: d 
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A Report on the 


Largest Diesel Plant in New England 


The diesel power plant at Caribou, Maine, was built in a 
hurry to meet an emergency caused by the failure of water power 
during the 1947 drought in New England. Although its first engine 
went into operation in a tar-paper shack to meet the emergency 
the plant, with its present complement of four engines has an 
impressive efficiency record 


Expedient 


January 





plant at Washburn or ! r 19 


ind a similar plant at Ft. Fairfield 
January 6 to 12 


an elgnht-cvlinder, tour-cye 
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Superior diesel rated 
360) rpn They quick 


purch ‘ ! it stalled it 
Emergency Installation 


the 
But the most striking 


feats were 


whieved at Caribou. Here 


Was a 
electris plant that had to be 
ency speed 
permanent 1 stallat 
ot its Kind 
needs had 
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Diesel-Electrics in the Woods 
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by Robert H. Forbes 
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The new diesel-electrics did a tine 
ob last winter in spite of low tem 


peratures and heavy snowfall, which 
made for a quantity of light powders 


snow. This necessitated almost con 


stant working with snow plows t keep 


log trains on schedule 


A few minor items nee 
frost in the automati 


ding Orres 


tion, such as 
iirbrak 


oolit vy while standing 


excessive eng 


t \ ilves and 


ata landing Ww 
0 deg below zero weather. did show 
orrected dur 


These will be easily 


Thine 


The special design developed for 


Potlatch Forests. Inc., is proving with 
locomo 


ut a doubt that diesel-electric 


in making loggi 


more economical. cor 
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The Use of 


Bonded Bi-Metallic Components 
For Diesel Application’ 


by Charles E. Stevens, Jr. 


January, 1950 
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A Report On 
Electro-Motive Developments 
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SPEED PRACTIVE EFFORT CURVI 
1200 H.P. DIESEL SWITCHING 
LOCOMOTIVE 


SPEEC MILES PER HOUR 
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1500-Hp. GP7 Road Switcher 
II 


R00 Hp Switcher 








Engine Temperature Regulation Using — 


Automatic Pneumatic Controls 
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the water through the cooler and thus 
viving maximum cooling 1 in applying 
The ame combination of regulator stallations wherr no consideratio 
is used in conjunction with given to this feature 
water cooling system and Another advantage i 
the same reaso The third regu the familiar regulators 
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Optimism for Future 
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Enterprise Dual-Fuel Engines Pump Crude 


Diesels load tankers one-third faster 
with 80 per cent fuel saving. 


by M. D. Pugh 
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THE BUYERS’ GUIDE 


lhe Buyers’ Guide is a service to the readers of Diesel Power and Diesel Transporta- 
tion. Here will be found in a convenient list for quick reference the principal diesel en- 


gines and accessories with the name and address of the manufacturer. 
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DIESEL ENGINE DIRECTORY 
Two-Cycle Diesel Engines 


LOW SPEED, ntti Pr 
up to 365 r.p.m. om 1 





3073 S. Cha 


Horsepower, 51 to 100 NORDBERG MFG 


RAIN ENGINE B 


Milwaukee 


MEDIUM SPEED, 
365 to 700 r.p.m. Horsepower, over 1000 


WHITE ROTH A | RF 


x 402 


. ‘ LEVELAND DIESEL 4 
go, Ill Horsepower, 1 to 50 SENERAL MOTORS COR 
Horsepower, 101 to 500 eee, Senweenne Sean . 
WHITE-ROTH MACHINE 
Box 402 
penhagen, Denmark Lorain, Ohi MEDIUM HIGH 
BURMEISTER & WAIP ( RP 
West 5 Horsepower, 51 to 100 SPEED, 700 to 
or Y BURMEISTER & WAIN 1200 r.p.m. 
CLARK OS »penhagen, Denmork 
BURMEISTER & WAIN AMERIC ORF Horsepower, 1 to 50 
FAIRBANKS. MORSE 35 West 53rd St LEVELAND DIESEL ENGINE 


Ne Y w 


600 S. Michigan Ave New k 19, N.Y SENERAL MOTORS CORP 


BURMEISTER & WAIN 


go 5, Ill FAIRBANKS, MORSE & CO 2160 W. 106th St 
i and 11.0 
VENN-SEVERIN MA INE CC 600 S. Michigan Ave — ' 
Ch P 
1317 W. North Ave P Chicag ! DETROIT DIESEL ENGINE 
igo, Ill VENN-SEVERIN MACHINE CO SENERAL MOTORS CORF 
1317 W. North Avenu 3400 W 


Horsepower, 501 to 1000 Ch 


BURMEISTER & WAIN 


cago, Ill 


Horsepower, 101 to 500 
BURMEISTER & WAIN 


penhagen, Denmark 


Horsepower, 51 to 100 
LEVELAND DIESEL ENGINE 6 
SENERAL MOTORS RF 

BURMEISTER & WAIN AMERICA ORF 2160 W. 106th St 

35 West 53rd St aimed 4%. Ob 

New York 19. N Y 

DETROIT DIESEL ENGINE 

LARK BROS. CO., | SENERAL MOTORS RF 

Olea New York 13400 W. Outer I 


' ' 8 Mich ’ 


VELAND DIESEL ENGINE DIV Oe a v ] 
FENERAL MOTORS JRE 
Horsepower, 101 to 500 
LEVELAND DIESEL ENGINE 
Oo 7EN OTOR RP 
Horsepower, Over 1000 an ® ogy en oe 


xd 11. Oh 


BURMEISTER & WAIN 
Copenhagen, Denmark 
DETROIT DIESEL ENGINE 
BURMEISTER & WA SENERAL MOTORS RP 
15 West 53rd St 13400 W Suter De 
troit 28. Michiac 


New York 19, N. Y 


FAIRBANKS, MORSE Horsepower, 501 to 1000 FAIRBANKS. MORSE & 
600 S. Michigan Ay LARK BROS ), IN 600 Mick 


igan 
5 


“hicago ! Jleon, New York hicag - % 


Ave 


54 





VENN-SEVERIN MACHINE CO FAIRBANKS, MORSE & 
1317 W. North Avenue 600 S. Michigan Ave 


hicago 5 


Horsepower, 501 to 100 


LEVELAND DIESEL ENGINE DIVN 
SENERAL 


HIGH SPEED, 
over 1200 r.p.m. 


Horsepower, 1 to 50 


DETROIT DIESEL ENGINE 
GENERAL MOTORS RP 
13400 W. Outer Drive 


Horsepower, 101 to 500 


LEVELAN t > N 


ENERA 


Horsepower, 501 to 1000 


NERA MOTOR RF 


Four-Cycle Diesel Engines 


LOW SPEED, 
up to 365 r.p.m. 


Horsepower, over 1000 


Ww Re 


Horsepower, 101 to 500 


BURM R & WAIN 


Horsepower, 501 to 1000 


THE BALDWIN MOTIVE WORK 


MEDIUM SPEED, 
365 to 700 r.p.m. 


Horsepower, | to 50 


TER-BLACKSTONE 


Horsepower, 51 to 100 


3 


Horsepower, 101 to 500 


THE BA WIN M 


Horsepower, 501 to 1000 





BURMEISTER & WAIN OF WAUKESHA MOTOR CO HALLETT 
35 West 53rd St Waukesha, Wisconsin 
New York 19, N. Y 

OOPER-BESSEMER CO Horsepower, 101 to 500 HER 


Mt. Vernon. Ohio 


MFG 

603 E. Redwood Bivd 
g3lewood, Calif 

ULES MOTORS 


2. Ohic 


ton 2 


THE BUDA COMPANY 

th ‘ amercial NTERNATIONAL 

ENTERPRIS ENGINE EC f - 54th & nme sl Ave A 
18th & Florida St a y 


THE JOPER-BESSEMER CORP 


MEDIUM HIGH SPEED Horsepower, 501 to 1000 


700 to 1200 r.p.m. 


Horsepower, 1 to 50 


& RF 


& 


over 1000 


HIGH SPEED, 
over 1200 r.p.m. 


Horsepower, | to 50 


Horsepower, 501 to 1000 
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DIESEL PLANT ACCESSORIES 


Adapters, Engine Indicator 
BACHARACH INDUSTRIAL INSTRUMENT 
0 Be ett Street 


rat 


Additives 


BAIL N 


Air Cleaners 


RE 


Air Cleaners, Oil Washed 


RP 


Air Compressor Oils 


Air Compressors 


Air Compressors, Diesel Driven 


Air Compressors, Starting 


FAIRBANKS, MORSE & 


Air Dryers, Instrument 


Air Filters 


Air Filters, Automatic Self 
Cleaning 


Air Filters, Crankcase 
Air Filters, Washable Unit 
Air Velocity Meters 


Alarm Systems, 
Pressure & Temperature 


Alloy Steel Bolts & Nuts 
Aluminum 


Ammeters 


4ESTER A 


Ammeters—Tong Test 
(Clamp On) Type 


519 H 
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4 Fre 


Newark § 


Asbestos, Sheet 


R MF 4 
Automotive Diesel Fuel 
Automotive Greases 


Automotive Lubricating Oils 


Auxiliary Combination Units 


NK 


Auxiliary Diesel Generating Sets 


Babbitt Metal 


Bars, Bronze 


Battery Service Accessories 
FLFE TR T RAGE BATT y 


RA 





WILLARD STORAGE BATTERY CO 
246-286 East 13)st Street 
Cleveland 1, Ohio 


Batteries, Diesel Starting Trucks, 
Busses, Tractors, Etc. 


GLOBE UNION, IN 
700 Eust Keefe A 


Milwaukee 


Batteries, Marine Storage 


WILLARL STORAGE 


Bearings, Aluminum 
ALUMINUM CC F AMER 
Bldg 
Pa 


Bearings, Bronze and Steel, 
Babbitt-Lined 


ELAN RAPHITE BR 


MONMOUTH PRODUCTS DIVISION 
THE CLEVELAND GRAPHITE BRONZE 
6545 Carnegie Avenue 

Cleveland 3, Ohio 


NATIONAL BEARING DIVN 
American Brake Shoe 
t. Lovis 10, Missour 


Bearings, Copper-Lead 


EDERAL-MOGUL RPORATION 
11031 St mak Ave 


Bearings, Lead-Bronze 


EVELAND GRAPHITE BRONZE 


17000 


HNSON 
5. Mi 


New stle 


NATIONAL BEARING 
AMERICAN BRAKE 


Lovis 10, Me 


Bearings, Piston Pin 


OF AMERICA 


DIVISION 


SRAPHITE BR 


BEARING D 
BRAKE SHOE 
Missour 


Bearings, Roller 


LINK-BELT 


Bearings, Roller, Cylindrical 
Spherical 


LINK-BELT 


Bearings, Self-Lubricating 


LEVELANL RAPHITE BRON? 


ELAR RAPH BR 


Bearings, Sleeve, Copper-Lead 


Bearings, Sleeve, Copper-Lined 
JOHNSON BRONZE CO 
470 South Mill Street 
New Castle, Pa 


Bearings, Steel Back, 
Copper-Lead Lined 
JOHNSON BRONZE 
470 S. Mill Street 


COMPANY 
New Castle P 


Bearings, Steel Back, Copper- 
Lead and Cast or Plated 
Babbitt Lined 

)HNSON BRONZE OMPANY 


Bellows, Brass 
HICAG( META 


Mayw 


Bellows, Stainless Steel 


Belting, Chain 
INK-BELT 
27 South Be 


Belting, V-Type 
LINK-BELT 


j A 
idianapolis 


Bendix Drive 


PSE MACHINE 


Blower Impellers, Diffusers, 
Housings 


ALUMINUM 


Blowers and Compressors, 
Scavenging and Supercharging 
L-RAND 


ROOTS CONNERSVILLE BLOWER 


Blowers, Centrifugal 


R. ALFRED 


Blowers, Scavenging and 
Supercharging 


R. ALFREL “ 


Blowers, Scavenging-Oil and 
Gas Engine 


Boilers, Exhaust Gas 


January, 1950 





Boilers, Waste Heat 


MAXIM SILENCER CO 
85 Homestead Ave 


Hartford 5 


Bolts 


RHODE ISLAND TOOL 
48 West River Street 


Providence Rhode Isic 


Brazing, Copper, Atmospheric 


BURGESS-NORTON MFG oO 


" 
eneva 


Breather Caps 


AIR-MAZE CORP 


5200 Harvard Ave 


Ok 


Breather Filters 
AIR-MAZE CORP 
5200 Harvard Ave 

leveland 5, OF 


Breathers, Crankcase 
AIR-MAZE ORP 
5200 Harvard Ave 
Cleveland 5, Ohio 
DONALDSON CO 
666 Pelham Blvd 
St. Paul 4, Minn 


Bronze Bar Stock, Completely 
Finished 
SHNSON BRONZE CO 
South Mill Street 


w astle, Pe 


Bronze Bar Stock, Semi-Finished 


FEDERAL MOGUL Ore 
1031 Shoemaker Ave 
Detroit 13, Michig 
NATIONAL BEARING DIVN 
Americon Broke Shoe 

t s 10, Missour 


Bronze Bearings 


LEVELANE SRAPHITE 


Bushings, Allan Red Metal, Cop- 
per—Lead Rough Castings 


& » 


Bushings, Bronze 


Diesel Power ana Diesel Transpor 


FEDERAL-MOGUL ORP 
3 Shoemaker Ave 
13, Michigar 


ON BRONZE 


Bushings, Hard-Rolled Bronze 


BRONZE OMPANY 


Bushings, Steel Back, Babbitt 
Lined 


)HNSON BRONZE 


Bushings, Steel Back, Lead-Bronze 


Lined 


OHNSON BRONZE 


Cables, Battery 
ALUMINUM CO F 


1732 Gulf Bldg 
“e 


Pittsburgh 


ELECTR STORAGE BATTERY 
9th St. & Allegheny Av 
Philedelphio 32, Po 


WILLARD STORAGE BATTERY 
246-286 Eost 131st St 


Carbon Solvents 


LUBAL 


Cast Camshafts 


AMPBE WYANT & 


Cast Crankshafts 


AMPBELL. WYANT & 


Castings, Bronze, Brass 


Castings Bronze, Brass and 
Aluminum 


Castings, Gray Iron 


tation 


Castings, Malleable Iron 
LINK-BELT 
20 uth Be 

Centrifugal Purifiers, Fuel Oil 


HE E LAVAL SEPARA R 


Centrifugal Purifiers, Lube Oil 


HE DE VA SEPARATOR 


Chains, Control 


AMOND 


Chains, Dual Engine Drive 


DIAMONLI 


Chains, Power Transmission 


AMONI HAIN N 


Chains, Silent 


B 


Chains, Timing 


Chargers, Battery 


Chromate Corrosion Inhibitors 





Cleaning Compounds 


MAGNUS HEM Al < 
71 South Ave 
nw N 


JAKITE PRODUCT 


Cleaning Machines (Diesel Engine 
Parts) 


Clutch Discs 


H - 


Clutches 


Clutches, Free Wheeling 


Clutches, Friction and Jaw 


Clutches, Hydraulic 


Clutches, Pneumatic 


Collector, Pre-Cleaner 


MPAN 


Combustion Systems, Design 


RE 


UNITED ELECTRIC 


85 Schoo! Street 


Watertown 72, Mas 


Compression Testers, Diesel CONTROLS 


Engine 
KIENE 


10352 


F 


DIESEL Af 
Pacific Ave 


ESSORIES 


Controls, Vacuum 


ranklin Park 


Compressors, Air 


LL-RANEI 


INGER 


Compressors, Reciprocating, Air 
and Gas, Al! Drives 


THE YOPER-BESSEMER CORP 


Compressor Valves 
MINUM F AMER! 


* F 


Connecting Rod Borers 
WATERBURY T tL DIV 


Connecting Rod Pin Bushing Borer 


n » 
Lt “ EN A 


Connecting Rods 


MIN 


Connecting Rods, Finished 
Machined 


AREY MACHINE 


Controls, Automatic Starting 


T 


M 


Controls, Liquid Level 


Controls, Pressure 


Coolers, Oil and Water 


Controls, Temperature 


MER [ RPORAT N 





PERFEX CORP 
500 West Okla 


Ww 


Couplings, Floating Shaft Type 


KOPPERS 


Couplings, Hydraulic 


Cooling Towers 


BINK 


R 


Couplings, Hydraulic, Quick 
Disconnect, Automatic 
Self Sealing 


Corrosion Inhibitors 


a ae ae ae Couplings, Marine Propeller 
Shaft 


Couplings, Self-Aligning 


KOPPER 


Couplings, Chain 


k 


Couplings, Cutout Type 


9919 


Rood Couplings, Self-Sealing 


& f F 


Couplings, Flexible 


AX FLEXIE 


Crankshaft Alignment Indicator 


Crankshaft Bearings 


PER A 


Crankshafts 
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Crankshafts, Emergency Repairs 


BRODIE YS 


oE & 


Crankshaft, Machinists 


Woarre 


Crankshafts, Thermit Welded 
Cutting Fluids 


Cutting Oils 


y 


Cutting Tools, Precision 
Cylinder Blocks 
Cylinder Grinders 


Cylinder Heads 


Cylinder Heads Repaired 


Cylinder Liners 





SEALED POWER CORP GRIFFIN EQUIPMENT CORPORATION JOHN REINER & CO 
Muskegon 61, Michigan 880 East 14]st Street 12-12 37th Ave 
New York 54, N. Y Long Island City 1, N. Y 
Cylinder Sleeves NATIONAL METAL AND STEEL CORP R. H. SHEPPARD CO 
JANNEY CYLINDER COMPANY Diesel Division Hanover, Pa 
7425 State Road Terminal 1s WAUKESHA MOTOR CO 
Holmesburg, Philade 5 Pe los Angeles, Calif Waukesha, Wisconsir 
STEWART & STEVENSON SERVICES WORTHINGTON PUMP & MACHINE 
Cylinders 4516 Harrisburg Blvd yang ae 


ALUMINUM CO 
1732 Gulf Bldg F Diesel Locomotives, Electric and 
Pittsburgh 19, Pa Diesel Farm Tractors—Wheel Mechanical Drive 
; Type-Row Crop-2 and 3 Plow ; 
Cylinders, Bored and Finished Sizes ean Sas 


BRODIE SYSTEM R. H. SHEPPARD & CO Schenectady 5 
115 Clifton Place 101 Philadelphia St 
Brooklyn 5, N. ¥ Hanover, Pa 


SENERAL ELECTRI 


Diesel Nozzle Testers 


‘1 ; j AMERICAN BOSCH ORE 
Cylinders, Hydraulic, Single or Diesel Fuel Oil <oapenndi 
Double Action 


Springfield 7, Mass 
THE BRUNING ©) 
1210 P. Street 
Lincoln, Nebraska 


ALLIED OlL COMPANY 
1700 Standard Building 
leveland 1, Oh Diesel Pumping Units 
SHELL OIL CO JOHN REINER & 
50 West 50th St 2-12 37th Ave 
New York 20, N. Y a Island City 


Dampers, Torsional Vibration 
SCHWITZER-CUMMINS CO 
145 E. 22nd St 


Indianapolis 7, Indiana 


SINCLAIR REFINING 
630 Fifth Av 
New York 2 


- Diesel Schools 


ace a THE BAILEY TECHNICAL 
Detergents STANDARD Olt CC 1645 So. Grand Btvd 
225 Bush Street & MA 
LUBAL, IN San francice 20: Ca ot. Louis 4 
375 W. Rich St HEMPHILL DIESEL S 
seaaenaiih doth Diesel Fuel Oil Tar and Carbon Lone idldad City, Ni. ¥ 
ee a Cate Dispersing Agent 
San Francisco, Colif LUBAL, INC Diesel Truck-Tractors 
P . 375 West Rich Street MACK MFG. CORP 
Detonation Indicator olumbus 8, Oh Sanive Stote Side 
ELECTRO PRODUCTS LABORATORIES IN¢ MAXFAL HEMICAL Oo New York 1. N. Y 
PPG, Ey arte 33 West 42nd Stree : 
hicago 6, III sw Yor Dogs (Grinding Machine) 
RHODE ISLAND TOOL <¢ 
Dew Point Meters Diesel Generating Sets 48 West Riv 
Providence R 
LLINOIS TESTING LABORAT AMERICAN LOCOMOTIVE CO 
: Schenectady 5, N. Y Z m 
; ; Drills, Portable Electric 
LEVELAND DIESEL ENGINE DIV 
. GENERAL MOTORS CORP 9NAP-O Oot RP 
Diesel Buses 2160 W. 106th St 
MACK MEG. CORP eveland 11, Ohio 
THE COOPER-BESSEMER CORP P : 
Mount Ve Oh Drives, Adjustable Speed 
ROFTON INDUSTRIAL DIESEL SINE RELIANCE ELECTRIC & ENGINEER 
Diesel Engine Lubricating Oil San Diego, California 1088 Ivanhoe R 
TANDARI \ YF CALIFORNIA UMMINS ENGINE ) nd ie 
B 
Drives, Chain 
AMOND HAIN 


Diesel Engines 


HERCULES ELECTR 
EQ PMENT 


A 


Diesel Engines, New desta ‘ Y Drives, Electrofluid 


ROF » » k P " _ Lt S AN LINK-BELT 


Drives, Gearmotor 
NK BELT 


Drives, V-Belt 
Diesel Engines, Reconditioned NK-BELT 
EVELAN ESEI NGINE Nj A f 2 th B 
ENERAL MOT RF 


Ar 





Dry Batteries 
WILLARD STORAGE BATTERY CO 
246-286 East 131st Street 


Cleveland Dhio 


YOUNG RADIATOR OMPANY 
Racine, Wisconsin 


Engine Cooling System Rust 
Preventatives 


ONY-V 


Dual Engine Chain Drives 


DIAMOND HAIN oO N 


Engines, Diesel New 


Dynomometers and Prony Brakes 


ELF 


Electrical Connectors 
iy MAGNET Engines, Diesel, New, Used 


Emergency Diesel Generator china iashePaccocing 
Systems 


Evaporators 


Evaporators, Exhaust Gas 


Evaporators, Steam 


Emergency Lighting Plants 


Exchangers, Heat 


‘ Bld 


Emergency Repair Service, Diesel 
Engines 


Ave 


Exchangers, Heat, Materials for 
Cleaning 


AK R 


Engine Bolts, Nuts & Studs 


York 6 


Exciters 


,ENERAL ELE 


Engine Cooling System Cleaners 


nes Street . iin R 
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Exhaust Gas Economizer 
THE SIMS C N 


402 East 18 Street 
Erie, P 


Exhaust Manifolds 
MARATHON FOUNDRY & MACHIP 


Wausau Wis 


Fans, Axial Flow 
BUFFAL FORGE 
473 B iwoy 


fa 


Fans, Centrifugal 
BUFFAL F RGE 


473 Br we 


Fans, Radiator Cooling 
Farm Implements 
Filtering Systems 


Filters, Air 


K F 


Filters, Air, Automatic Self- 
Cleaned 


K 


Filters, Air (Compressed) 


ER 


Filters, Air, Dry Type 


kK 


Filters, Air, Dry Type 
(Crankcase) 

Filters, Air, Materials for 

Cleaning 


Filters, Air, Oil Bath Type 


Ad 





AMERICAN AIR FILTER CO AIR-MAZE CORP Fire Extinguishing Systems, 
445 Central Ave 5200 Harvard Ave Automatic, Manual or Both 
Louisv 8, Ky Cleveland 5, Ot : 


AMERICAN-LAFRANCE.-FOAMITE RP 
DOLLINGER ORP BRIGGS FILTRATION CC oe es 
" 50 LaFrance 
} entre Park Wash 3¢ 6, [ Elmir NY 
Rochester 3. N. Y s 
COMMERCIAL 


Filters, Air, Open-Screen Type = erage a Fire Fighting Chemicals 


AN-LAFRANCE.F A 


AIR MAZ RP AMER 
O Harv 1 Av er 


Fittings, Hose, Detachable 


~ Pl R 


Filters, 


Air, Panel Type 


44 


Flexible Connections, Stainless 
Steel 
Filters (Centrifugal) Lubricating 
Oil 


. 


Filters, Fuel Oil 
y SPARK PL 
ENERAL MOTOR 


M 


Filters, Lubricating Oil, Magnetic 


W NGINEERING 


Filters, Panel Type 


AIR-MAZE ~ 


Filters, 


LING 


Silencer, Dry Type 


N 


Filters Silencer, Oil Bath Type 
AIR-MAZE RE 


Flexible Metal Hose 


ALLIED METAL H E 


Filters, 5-Micron, Diesel Fuel Flexible Metal Hose, Fuel Oil, 
Lubricating Oil, Compressed 
Air 


ARNER 


‘ ; aif. Fire Extinguishers 
Filt G line ERICAN-LAFRAN AMIT : Flexible Metal Hose, Fuel Oil, 
en Lubricating Oil, Compressed 
abe sallg : Air and Water Lines 


Filters, Lubricating Oil Fire - aaaaeaaien Dry Chemical 
ype 


ARK > VN 





Flow Meters, Recorders and 
Controllers 


Fluid Drive 


Forgings, Aluminum 
ALUMINUM MERICA Fuel Oil Heaters, Diesel 


Forgings, Drop 
RH AND 1 Fuel Oil Tar and Carbon 
Dispersing Agent 


Forgings, Iron and Stee! 


Fuel Oil Treatment, Diesel 


Forming Presses Goges, man repens 


BACHARA 


Frequency Controls Gages, Draft, Portable Indicating 


B STRUMENT 


Fuel Injection Equipment Gages, Fuel 


Fuel Injection Tubing 
is Gages, 


f 


il Pressure 
Fuel Injection Systems, Repair & TRIC AUTO.AIT 
Service 


ERV 


Fuel Oil Additives ‘ 
LUBAL, IN Gages, Tank Contents 


Fuel Oil, Diesel 
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Gages Temperature 


TER ME 


Gages, Vacuum 


Gaskets 


Gaskets, Asbestos 


‘ 


Gaskets, Cork 


Gaskets, Fibrous 


Gaskets, Metallic 


Gaskets, Oil and Water 


FITZGERA NM 


Gasoline & Kerosene Marine 
Engines 


G-B Flexible Pipe Insulation 


Gearmotors 





Gears, Cast 


LINK-BELT CO 
2045 West Hunt 
Ph 


ng Pork Ave 
idelphia 40, P 


Gears, Cut 


LINK-BELT CO 
2045 West Hunt 
Philadelphio 40 


Gears, Reduction 
LINK-BELT 


Generating Sets, Electric 


Generators, A. C 


i] 


Generators, Charging—Direct 
Current, Rectifier A. C. 


HE 


4 


Generators, 


SENERAL ELECTRIC CO 
1 River Road 
Schenectady 5, N.Y 


GULF OIL CORP 
GULF REFINING CC 
Gulf Bldg 
3800 Gulf Bldg 
i i Pittsburgh 30, Po 
Generators, Engine Driven 
ata F er THE PURE OIL CC 
LEVELAND DIESEL ENGINE DIVN rng thiaseettocud 
SENERAL MOTORS OrP 
Chicago 1}, IIlino 
106th St 
veland 1 OF 


DUAKER STATE 


( En fr c c c Quaker State Bid 
ONSOLIDATED Dif P 


Governors, Centrifugal 


HENRY & WRIGHT 


Governors, Hydraulic 


HENRY & WR H 


Governors, Overspeed, Engine 
Shut-Off 
ae Heaters, Direct Fired Air 


PERF N 


Heat Exchanger Cleaners 
Greases AKITE PRODUCTS, Ih 


Heat Exchangers, Air Cooled 


R N RPOR 
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Heat Exchangers, Oil and Water 
Cooling 


Honing Tools 
Honing Tools and Machines 


Hoses and Hose Assemblies, 
Non-Metallic 


Hose, Flexible Assemblies 


Hose, Flexible Metallic 


Hose, Flexible Wire Braid 


Hose, Metal For Steam, Oil, 
Compressed Air 


Hydraulic Drives 


Hydraulic Fluids 


Hydraulic Motors 

Hydraulic Torque Converters 
Impact Wrenches 

Indicators, Carbon Dioxide, 


Portable 


Indicators, Diesel Engine 


Indicators, Oxygen, Portable 


indicators, Pressure Time, 
Diesel Engine 


Indicators, Sight Flow 


Indicators, Speed 


Industrial Greases 
industrial Lubricating Oils 
industrial Oils 


Ingots and Billets 


Injection Systems, Fuel 


Injection Systems, Fuel Injector 


Injection Systems, Service 


Inspection, Manufacture and 
Overhaul, for Defects 


Intake Manifolds 





MARATHON FOUNDRY & MACHI? 


2 


intake Silencers—Cleaners, 
Dry Type 


MA 


Liner Plating, Porous Chrome 


»PAR.TAN EN NEERING IMP ANY 


Lock Nuts 


M 


Locomotives, Diesel 


Locomotives, Diesel-Electric 


Locomotives, Diesel Mechanical 


Locomotives, Diesel Mine 


Lubricants 


Lubricating Oil Compound 


1T " 
1E ERV oO 


Lubricating Oils 


ERV 


Lubricators, Mechanical 


Machine Shop Products 
Machine Tools, Precision 
Machine Tools, Precision Honing 
Magnets 


Marine Diesel—Front End Gear 
Driven Accessories 


Marine Engines 


Marine Manifolds, Water 
Jacketed 


Marine Reverse & Reduction 
Gears 


Metal Spraying & Finishing 
Meters: Elapsed Time 


Meters: Electrical Indicating 


Meters, Fuel Oil 





Nozzles, Spray, Water Cooled 


Micrometers 
BROWNE & St Nuts, Lock 


p 


Motor Generator Sets—Electro- 
plating, Low Voltage 


MBIA & 


oP race an Nuts, Plain and Castle 


Motor Scooters 
Oil Conditioners 
Motors, Electric, A. C. & D.C. NIT are 
Oil Coolers, Cleaners 


Oil Coolers, Lubricating 
Motors, Gear A ENGINEERIN RE 


Mufflers, Intake & Exhaust? 


Oil Filters 


Mufflers, Spark Arresting 


New and Used Engines and 
Accessories 


Nozzle Testers 
Nozzles, Spray, Water Cooled Oil Filters, All Types 


Power and Diesel Transpo 


Oil Heaters 


Oiling Systems, Pressure & 
Gravity Types 


Oil Purification Systems, 
Centrifugal 


Oil Purification Systems, Filtering 


Earth Type 


Oil Purification Systems Pressure 
and Gravity Types 


Oil Reclamation Systems 


Oil Refiners 


Oils, Diesel Fuel 


Oil Seals & Grease Retainers 





Pillow Blocks, Ball & Roller Pistons 
Bearing AMPBE 


Pistons, Aluminum Alloy 


AER 


Oil Separators Pipe Fittings, Compression 


Piston Grinders 
NV ATERBURY Pistons, Aluminum Alloy, Repaired 
Oil Systems, Pressure and . 
Gravity Type : , 

Ape s Piston Pin Bearings 
ALUMINUM CO ame Pistons, Cast Iron 
Oil Testing Equipment 


Planemeters, Indicator Card 


Outboard Motor Carriers 


Piston Pin Bushing Borer Plating, Porous Chrome 


Packaged Generators 
NER Piston Pins 
Portable Contractors’ Power 
Units 


Piston Ring Removers 


Piston Rings 


Packing, Lead, Shredded 
“Ambest" 


Packing, Oil Wiper 


Portable Fire Fighting 
Extinguishers 


Power Plants, Automatically 
Controlled 


2 


Packing, Rod Metallic 


Piston Rings, Oil Control 
Packing, Sheet sie 


Piston Rings, Sealing Power Take-Off ome 
Packing Sheets, Oil & Water KA meh 


Pillow Blocks, Babbitted and 
Bronze-Bushed-Bearings 





Power Units 


Pumps, Fuel Oil Injection 


\ 
’ 


P , Oil 
Pumps, Fuel Transfer —— ; 


Pressuregraph 
Pressure Switches 


Production Machining 


Pumping Units, Diesel 


Pumps, Rotary Gear Type 


Pumps, Automatic Reversing 


Pumps, Hydraulic 


Pumps, Centrifugal Pumps, Hydraulic Controls 


Pumps, Cooling Water Pumps, Lubricating Oil 


Pumps, Rotary, Vane Type 





Pumps, Stripped Models Radiator Cooling System 
KMER Treatment 


Radiators, Engine Cooling 
Pumps, Vacuum 1ARRISON R R DI\ 


Purifiers, Fuel Oil 


Rail Car Engines 
Purifiers, Industrial Oil Rebabbitting Jig 


_ ; : Reclaimers, Oil 
Purifiers, Lubricating Oil ; R 


Reducing Motions, Engine 
Indicating 


Purifiers, Oil 


Regulators, Generator Voltage 


Regulators, Voltage and Current 


Pyrometers, Exhaust 


Pyrometers, Portable 


Repairs, Diesel 


Reversing Switches 
Rheostats, Plating Tank Type 


Rotary Pumps 


Rust Preventatives 


Rust Removers 


Safety Controls, Engine 


Scale Removal! 
Schools, Diesel Mechanics 
Screw Machine Products 


Screw Machine Products 
Hardened & Ground 


Sealing Rings 





Scuffing Rings, Allan Red Metal, 
Copper-Lead Segment Form 


Sealing Rings 


Seals, Automatic Shaft 


Self Retaining Nuts 


Shafts, Hardened & Ground 


Silencers, Air Filter, Intake 


Silencers, Exhaust 


Silencers, Intake 


Solvents, Degreasing 


Solvents for Petroleum Residues 


Spark Arrestors 


Spark Ignition, Oil Engines 
Spark Plugs 


Speed Reducers and Increasers 


Spray Nozzles, Fuel Injection 


Spray Nozzles, Oil 


Spray Nozzles, Water 


Spray Nozzles, Water Cooling 


Spray Ponds 


Spray Towers 


Sprockets 


Stampings, Metal 


Starting Batteries, Storage 


Starting Motors, Electric 


Starting Motors, Electric, Air 
Starting Units, Engine Driven 
Air Compressor 
Starting Units, Motor-Driven 
Stationary eiansphgieh anit 
saaapeae Cleaning Equipment 


Steel Tubing, Fuel Inject on 


Strainers, Oil 


Strainers, Woter 


Supercharger Intercoolers 


Supercharging Blowers 


Switchboards and Instruments 





Tachometers, Mechanical Thermometers, Flue Gas 


Take-Out Gages, Temperature Thermometers, Portable 
1AR sick. “iaewetenaie Recording 


Switches, Manual Starting 


Tank Gauges Thermometers, Recording 


Switches, Push Button 


Temperature Recorders Timing Chains 


Switches, Solenoid 


Temperature Regulators, Cooling 


Tools, Diesel Engine Service 
Water in : 


Switches, Solenoid, Electric 
Starting 


Tools, Mechanic's Hand 
Testers, Battery 


Switches, Solenoid, Push-Button, 
Foot 


Towers, Cooling 


Switches, Starting 
Testing Instruments, Electrical 


Truck Diesels 


Switchgears 


Tubing, Corrugated, Flexible 


Metallic 
: Testing Instruments, Oil 
Synchronizers, Automatic pis 


Tachometers (Centrifugal) Thermocouples 


Tachometers, Centrifugal ond 
Resonant Reed 


Thermometers 
Tachometers, Electrical 


Thermometers, Dial Indicating 
Tubing, Flexible Metal 


Tachometers, For Diesel Engines 


Tachometers, Hand Thermometers, Dial Indicating 
Distance Type 





Tubing, Flexible, Non-Metallic 


RESIS R 


si i Valves, Sight Feed 
Tubing, High Pressure VILLIAM W. NUGENT 8 


= Water Heaters, Waste Heat 
Valves, Solenoid Operated 


TOMA 


Valves, Three-way Water Purification Systems 


Turbochargers, Superchargers a 


Variable Speed Drives 


LINK-BELT CX 


yine ) OFF 


Ba a, ee ae Water Separators & Filters, 
Unit Injectors, Fuel Oil Variable Speed Transmissions Mechanical 


RTHING J MP & MACH 


Vibration Control 
THE KORFUNI N Water Softeners 


Valve Adjusters, Hydraulic ; Me 
EATON MFC Vibration Eliminators 
13 Wearings Rings, Allan Red Metal, 


Valve Discs Copper-Lead Segment Form 


Viscosity Indicating Devices 


Valve Guides : 
AICHIGAN ENGID Welding, Diese! Parts 


Valve & Seat Reconditioners 


Voltage Controls 


Valve Seat Inserts Wrenches 


Voltage Regulators 


‘ Wrenches, Box, Open End 
Valve Tappets 3 
. Volt-Ammeters, Clamp-on Type 
Valves, Air, Ammonia & Gas 614 Frelinghuysen Ave. ; Wrenches 
Compressors Newark 3, 
{ Washers 


Valves, Engine Indicator Wrenches, Torque 
BACHARACH {NDUSTRIA TRUA Waste Heat Boilers 


Valves, Poppet (exhaust and ae : : , , 
inlet) Water Cooling Equipment Wrist Pin Bushing Boring Fixtures 


EROF R 


se 4 
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Testing to Ensure Filter Performance 


il equipmen 
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LA Airport Expands 


by James Joseph 


Field maintenance shops, set up by the contractors on 
the Los Angeles airport improvement job has, to a great 
extent, been responsible for the completion of the job 
in about two-thirds of the allotted time. The following 
story gives some of the facts and figures on the job and 
describes the field maintenance setup 


Maintenance 


Diesel Equipment 
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Diesel POWER UNITS 


WHY are Waukesha Diesels so specially adapted to the 


general con 
tractor’s needs—for powering rock crushing, gravel screening-washing 
machinery, conveyors, shovels, cranes, pumps, mixers, pavers, hoists 


and portable compressors and generators 


Outstandingly lively pick-up... quick response to power demand... 
high economy ... ability to burn cleanly all modern “high speed Diesel 
fuels of 45 cetane or ibove starts easily runs smoothly 

maintenance is simpler and costs less ind Waukesha Diesels are 


easy to understand and operate. They range all the way from the small 


PIUMACHEE; 


four-cylinder with a maximum of 29 hp., to the largest six-cylinder with 
its 7 hp. maximum Bulletin 1418 tells you how Waukesha builds 
dependability into these Diesels—send for it 


a ae oe. War Ee WAUKESHA MOTOR COMPANY 
eT ee ee WAUKESHA, WISCONSIN 
NEW YORK e TULSA ° LOS ANGELES 
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Fire Extinguisher 


\ Lal 


Hamilton Switcher 


tt ( 


New Filter Unit 





Electrical Tape 
An electric 


mper itures 
beer introduces 
Folding Gooseneck Ml 
ining il 


Marti Machine ¢ mpany ied ' “Ke wi ane phahutina wii 
th leveloy t their line I Ree ee es insk othe Angle Head Wrenches 


Snap-on Tools ¢ 


Lit 





INCREASE PRODUCTION FOUR TIMES! 


Sita 


ROUGH AND FINISH TURN LARGE HEAVY CRANKPINS 





IN 


ONE-FOURTH THE TIME REQUIRED CN ENGINE LATHES WITH 


WICKES 


CRANKPIN 
TURNING 
MACHINES 


Wickes Crankpin Turning Machines will complete 


rankpins and bearings from rough forgings 
sizes with .00 accuracy n one-fourth the time 
engine lathes! Rotating tools about a rigidly supportec 


ater speeds carser feeds and a 


2peration Wickes Crankpin Turning Machines are 


and bearings with diameter 


possible gre 


for me hining rank ns 


Write for descriptive literature 


WICKES BROTHERS © SAGINAW, MICHIGAN 


ESTABLISHED 1854 @ DIVISION OF THE WICKES CORPORATION 
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Puthill small pulps 
er for then pend 


pump worrne 

nized the world ov 
fant, livdrauly 

rvice. These internal 

y pumps are available in capacith 
mn. and pressures up to LOO pesed Wicle 
1 portin ind mounting arrangements 
ched and mechanically sealed purip 


Write for General Catalo 


TUTHILL PUMP COMPANY 


939 East 95th Street, Chicago 19, lilinois 


New Coupling 
A new 


New Hose and Flange 
l 





POWER... 


ECONOMIC—RELIABLE 


1000 KW 


1250 KVA 
(GM 16-278A) 
(FM 38-D8-'/s) 


600 KW 


750 KVA 
(GM 12-567) 


COMPLETE POWER UNITS 
ENGINEERED AND ASSEMBLED TO YOUR ? 








LOW CPERATING COST 
FACTORY NEW GENERATORS AND STEEL BASE 
FACTORY NEW SWITCHGEAR, DESIGNED TO YOUR SPECIFICA 
TIONS 

* FREE ENGINEERING CONSULTATION 

* EVERY POWER PLANT TESTED UNDER FULL LOAD 
INVITED 

* LARGE STOCK 


WE OFFER COMPLETE “TURNKEY” JOBS 


INSPECTION 


PREWAR PRICES IMMEDIATE DELIVERY 


Our guarantee backed by bond 


Wire or Phone Us (¢ ollect! 





DIESEL DIVISION 
NATIONAL METAL & STEEL CORP. 


Dept. DP, Terminal Island, Calif. Phone: Los Angeles—NEveds 6-2517 


Thread Forming Tool 
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rotary 


THE CHOICE 


OF MORE AND MORE 


ENGINE BUILDERS AND OPERATORS 


HOFFMAN 
FILTRATION EQUIPMENT 


Designed t 


HOFFMAN CARTRIDGE FILTERS FOR DIESEL ee AND LUBE — 


Feature a new high in modern, efficient design. An exc ve cover-lifting 
simplifies cartridge remov wing bolts fasten the cov 


O Seri for eit! 


COMPLETE PURIFICATION OF 
USED LUBE OIL IN THE 
HOFFMAN OIL CONDITIONER 


Save 


oss Heat Exchanger 
: 


FILTRATION YP HOFFMA MACHINERY 
DIVISION . CORPORATION 
214 LAMSON STREET, SYRACUSE 6, N. ¥. 
CANADIAN PLANT: CANADIAN HOFFMAN MACHINERY CO., LTD., NEWMARKET, ONT. 
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s offered in a complete range of , ing different, or even opposed charac 


tested to 450 psi. to withstand most teristics, in one material all essen 


stren 


New Booklet by Fansteel t 
An 


f ins 
bear 


Duty 


Data 


rding to the manufacturer ‘ inetal powders, into compositions hay cuit is broken. Thev ar 


sively used in heavy 
service, 


uoUS Usage tial to the most reliabk performance Other Fastells. differing 


f electric al contacts tion and properties, are use d in sn aller 


New Literature heir service in electrical contacts applications where silver alloys. silver 


iries from high frequency interrup nickel or silver graphite have heret 


on at low current and voltage, to fore been used, Fastells are said to be 


interesting booklet issued b breaker overload protection in cur superior since thev are less 


teel Metallurgical Corporatior rents of several thousand amperes and sticking 


s the tithe | to itag of several hundred kiloy 


Llectrical ontac i astell said to be efficient where 


have greater we 
nd withstand muct 
lypical pplic ition 


Bullet 7.101) 0 metals are unable to withstand — sj]. silver combined 


the ction of the electric are that is vbdenum yr their 


drawn between contacts when. the 


V0t01 


CAREY CAN MACHINE 
YOUR CONNECTING RODS 


Carey has specialized in 
the C1 t of connecting rods from the 
smallest t he rest SIZES, r leading manufacturers of en- 
rines and compr yr Lhrough the deve lopment ind use of 
lighly spe tlized equipment and skilled operators in i modern 


0,000 square feet i has brought the machining 


produc tron 


THE CAREY MACHINE CO. 
Established 1919 
9518 CASSIUS AVENUE ° CLEVELAND 5, OHIO 
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listed by the 


Ewaporative 
HEAT EXCHANGE COILS 


Closed type for increased Diesel efficiency 





Wide Range of Cooling Application 


SEND FOR BULLETIN 41 


MANUFACTURING 
COMPANY 
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You'll get better filtering 
at lower cost... 


with NUGENT NUPACK 
Graduated Density 


Oil Filter Recharges 


Genuine Nugent Nupack replacement cartridges assure 
you of the dependable, trouble-free service which your 
Nugent filters were built to give. Comparative tests of gen- 
uine Nugent recharges and imitations have proven that 
Nugent recharges last up to twice as long and absorb up 
to eight times the carbon, grit, etc., providing cleaner, safer 
fuel or lube oil all the time. 





Nugent Nupack Recharges are cellulose filter elements, 
graduated in density so that dirty oil passes through pro 
gressively finer fibre structures until at the center of the Snap-on I v0 
recharge, dirt and carbon particles as small as a few 
microns are removed. Uniform dirt loading means maximum 
life and maximum efficiency from the unit. 


Metric and Whitworth Tools 


Nugent Nupack Recharges are sized to fit existing Nu 
gent filter shells. For complete information and prices send 


us the figure number and sizes of your Nugent Filters. 


Wm. W. Magen? & Co., Inc. 


HICAGO 22, ILLINOIS 


OlL FILTERS, OILING AND FILTERING SYSTEMS, TELESCOPIC OILERS 
OILING DEVICES, SIGHT FEED VALVES, FLOW IMDICATORS 
Caventolives ston © Cincinnati * Detroit wstan © Le Junta, Colo © Los Angeles 

* Portland, Ore © Son Francisco 


lo Montreal * Toronto * Vancouver 








Specify 


COLUMBIA 


A. C. and D. C. 
GENERATORS 


* For Coupled Service 
* For Belt Drive 
——= © Single or Two Bearing ——— 








) © Pump deliver 
Columbia, wrth its years of experience, brings to periodic strokes of a piston ¢ 
generator set assemblers a wide line of performance valves and ports. The turning the rotors 
proved, sturdily built, A. C. and D. C. Generators IMO forces the fluid from suction to discharge in a cor 
tinuous, uniform ‘low 
AC Generators: 6'4 to 1000 KVA IMO pumps can be furnished for proct 5 
DC Generators and Exciters: 2 to 300 KW capacity and pressure required for « 


hydraulic-control fluids and other liquids 


* 
Write for information. Our Engineers will be glad to «> Send for Bulletin 1-145-DP 
review your requirements ~ 
any’ a 
» 


COLUMBIA ELECTRIC MFG. CO. DE LAVAL STEAM TURBINE CO. 


4537 Hamilton Ave. Cleveland 14, Ohio TRENTON 2, NEW JERSEY 





Grinders Dual Fuel Diesels International Harvester Folder 


1 Multiplk Siena eh eee ai Oil treld ip] | 
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\ " ich Caterpillar Publication 
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Purolator Move 


Jans to consolidate the expandu 


perations of Purolator Products, In 


inufacturers of diesel oil filte 


er types ol filtration equip! 


Diesel Talk 
Members 
Mu 


How YOU Can Be Sure of 
Getting the RIGHT Clutch 


During the past quarter-century, ROCKFORD 
engineers have accumulated a vast fund of 
useful information about the transmission and 
control of power thru clutches. This know- 
how, plus a wide range of types and sizes 
of clutches to choose from, is available to 
help your engineering department specify 
just the RIGHT clutch for YOUR product 
Find out why a ROCKFORD engineered- 
to-the-job clutch application will improve 
the operation of your product. Write for a 
Truck Endurance 4 specific recommendation, ora bulletin about 


ROCKFORD 


Power Take-off 


CLUTCHES 


iy k t 


BORG-WARNER 


1301 Eighteenth Street, Rockford, lilinols 





DIESEL SLEEVE BEARINGS 


of ANY TYPE 
A, 


filters 


ittended 


Club, in Ch 
and 9 


Talks by 


research, eng 


Precision -made Johnson Bearings contri- 


bute to the performance of 





of equipment from great diesels and ents of the 
} ; 


machines to automobiles, to tiny uUMDEer 
ze produces sleeve bear 
ill types, in a vast range 

» experience they have gained 1n- 


1 * L 
ipplications of every kind 


with Johnson Bronze eng1- 


Railroad Efficiency 


rlant new 


for your files... 





FRAM FILTERS Cut Costs... 
BEN _ Extend Overhaul Periods 


sc =s 
ey 5 = 








\ Read this 3 year performance record . . . 


} 
[4 Ss ! \ CUTS LUBE COSTS 


GOOD CONDITION WRITE TODAY. 





FRAM Filczon 


THE MODERN OIL FILTER 


A FREE Sample PUMPS for CLEAN LIQUIDS 
thick or thin 


211 : 
EFFICIENT 


DEPENDABLE 


This Rope 460 


for a Friend 


ght terest i DIkSEL POWE!I 
DIESEL TRANSPORTATION, and | ke 


” -\ 
SWEETS 
GEO. D. ROPER CORP. 
161 Blackhawk Pork “ on 
ROCKFORD LINO 
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n estimated S686.300 to 


” 7. iy t wided & 
Figure it at ie ee ae ee a 2 
1 i ( saving te pay 


| taxes. was estimated 


WI te it =O.5 .OL0O) 


FULL RATING rer. 


AEROFIN 
RATINGS ARE 
ACCURATE AND 
RELIABLE 


Organizational News 


GM Change 
\ 





C.T. 1. TRAINED MEN 


“Speier Pe 


Aerofin units do the job 
Better, Faster, Cheaper 


Add 
Placement Manaq 


A EROFIN Corporation “3.00 bectateesaa cea aauealeiinn 


NEW YORK @ CHICAGO © CLEVELAND @ DETROIT 1400 Greenleaf Chicege 
PHILADELPHIA @© DALLAS @© SAN FRANCISCO © MONTREAL 


26 

















FIG 12 


FUEL OIL TRANSFER PUMP 











For smooth, efficient handling of 
ill types of clean liquids, there ts 
a Viking pump built in the sre 
and style to meet your needs. 

Viking pumps are especially built 
for bearing lubrication, fuel oil 
transfer and cooling water service 


Ask for free bulletin 2201D. 


4 Pump Company 
@Viking Cedar Falls, lowa 


E2linglon 


CONTROL PACKAGE 


FOR ENGINE 
GENERATOR SETS 


TYPE 


GM 


inet 
ind voltage 

stat nary engin 

ills the need for m 


where separate 
“cabin rite for Bulletin GM-10 


BURLINGTON INSTRUMENT CO. 


DEPT 6810. BURLINGTON, IOWA 
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TO THE MOVIES 


This compact, efficient 
General Motors Diesel 
generating set built by 
Anderson-Obrien Co. of 
Los Angeles packs a 
powerful punch quietly be 
cause of the two MU3 
Maxim Silencers through 
which the exhaust passes 


Here is a case where quiet 
power is a “must” because 
these sets are used for pro- 
viding power when the 
moving picture industry 
goes “on location.” Efficient 
and unfailing power the 
movie technicians must 
have, but noise and racket 
Here are two other generating sets 
have no part in the making showing o variation in the method 
of a picture todoy. Where cisco beceameasa 
portable generator sets are used it is nearly always 
necessary to provide this power without excessive 
noise. In this case, however, the necessity for the 


Maxim quality of silencing is even more obvious 


Maxim Silencers are at work today in many and varied 
industries. Exhaust silencers, intake silencers, silencers 
for steam or air discharge and the versatile heat 
recovery silencers are the accepted standard for quiet 
operation when they carry the famous Maxim nome 


THE MAXIM SILENCER COMPANY 


BE SURE i7’S 





O U R 4 O S F Pesuident of Exide 


ee Borg-Warner Appointment 
" Annan t of Rav P. J 
. P Art * | nistrativ sare tt Se 
Look at a Diesel. The flexible me- 
tallic hose you see is very likely by 
ATLANTIC. Whatever the Diesel 


application marine, automotive, 


rail or for stationary service 
ATLANTIC FLEXIBLE METAL HOSE 


is in there doing its job 


JLATED 
t radiatior 
igh inhabited 
s best for Fue 
Water Line ted chairman, board 
an all-purpose Wadell Sales Manager 


>xIDITIty 





WATER JACK ts unce ial 
ee | ee ee DIESEL ENGINE REPAIR 
hee Pighit ady SHOP FOR SALE 

AND HEAVY MACHINE 


Consisting of land, buildings 
chinery, equipment, cars and t 
Established in central United State 
over forty years For complete 
tails write to Box 100, Diesel 

& Diesel Transpor 


ington Avenue 














DIESEL GENERATOR PLANTS 
COMPLETE WITH SWITCHBOARDS 
1000 KW to LOO KW 

Our DIESEL BULLETINS STATIONARY and PORTABLE 


1020 and 50A supply com Vl GREATLY REDUCED PRICES 
plete information. NEW UNIT GUARANTEE 


AT L A N T | ( HERCULES ELECTRIC MACHINERY AND EQUIPMENT CO 


1412 So. Alameda Street, Compton, Calif. 


METAL HOSE CO ;, Inc Cable Address HEMCOY Tel. NEvada 6-2808 


109 West 64th St., New York 23, N. Y. 
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GENUINE 
FACTORY 
PARTS 
KEEP YOUR 
OLD ENGINE 
UP TO DATE 


GM 


GENERAL MOTORS 


DIESEL 
POWER 














GM RESEARCH NEVER STOPS 


: T 
NEW DEVELOPMENTS 
IN CYLINDER LINERS 
VALVES — FILTERS S 
ARE A “MUST” IF YOU WANT 
rO KEEP YOUR ENGINI 
“IN THE PINK” 


GRIFFIN EQUIPMENT CORPORATION 


880 E. 141st ST NEW YORK 54 








FOR A LASTING, PERFECT SEAL IN 
HIGH COMPRESSION ENGINES 


YO LY 


Fitzgerald Metallic Aluminum- 
Fused-Oxide Steel Ashestos Gaskets * 


Grease Retainers — Cork Gaskets 
FITZ-Rite* Treated Fiber Gaskets for oil, 
gasoline and water connections. Complete Sets 


For Motor Rebuilders *S. M. Reg. Pending 


The Fitzgerald Manufacturing Company 
TORRINGTON, CONNECTICUT 


| 
| 


Yes, it's CLEAN Diesel Jacket wate 


cooling “0 
because it’s “« ling with “Buftalo” 
I vaporative Coole eceps foreign matter ou 
of jacket water. And “Buffalo” spray-on-co 

ing is economical an water, fan and pump | 
Space-saving $-section design simplifies insta 
indoors or out. WRITE TODAY for B 
360606 see why “Buffalo” is the choice 


Diesels are to be positive ly 


and dependably 


BUFFALC FORGE COMPANY 


There's a Fitzgerald Gasket for every Engine EVAPORATIVE COOLERS AND AXIAL FLOW FANS 
FOR COOLING MOBILE AND STATIONARY DIESELS 
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NEW ENGLAND HEADQUARTERS 
FOR DIESEL ACCESSORIES 


Lanova Appointment 
Richard Ss. W bul 


Sie a ottawa BMI. 








American Bosch There's a reason why we've grown—-since 


Bendix Scintillo 1904—to be the automotive and Diesel 
Ex-cell-o leaders in this busy New England area. A 
Delco-Remy recognized service organization geared for 
Fairbanks-Morse 
Schebler Carburetor 
Stewart Warner 
Auto-Lite 


Leece-Nevitle 


fast, intelligent handling of your special 
ized maintenance problems 


Carburetor—Diesel—Electrical 
SERVICE 


W. J. CONNELL CO. 


121 BROOKLINE AVENUE BOSTON, MASS 
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TROUBLE SHOOTER? 


\ UAL 1 ADE TRAINING EXPERIFE ct 
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| 
| 
| 
| 
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he Diese Ma Nie« 
Sanrcuaedt enadiphavieaaads 
237 N.E. BROADWAY 
ADCOX SCHOO @ PORTLAND 12, OREGON 
Phone - TRinity 4774 
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he SHEPPARD DIESELS, HANOVER 7, PA 


= yard | METAL SPECIALTIES CO. | 
| 78 FRANKLIN STREET | 


MORRISTOWN, N. J 


STATIONARY AND AUTOMOTIVE DIESELS eg ee ee ee 
(pre aoe ¢ Mu 


Blackmer Names May 


night 
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Purolator Appointment 
H 


National Supply Appointment 
1} Nal . ( ' 
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“In eleven years this engine has paid 
for itself several times over.” 


— James M. Bard, President 
Mount Pleasant Ice Cream Company, Inc. 
Thornwood, N. Y. 


"We cannot pratse 
engine too highly 


ne a fine job for us 


THE RECORD 


e GIVE YOU BIGGEST DIESEL VALUE FOR 
{77 YOUR DOLLAR. 3 TO 300 HP. WRITE FOR 
PRICES. ADDRESS DEPT. T 
nd Serviced i 7 Cor 
Throughou 





Lister-Blackstone, Inc. 
Fe , nd Service Headquarter 
420 Lexington Avenue, New York 17, N. Y 


“4 ‘ uses MILWAUKELI Wi 44 I 
t.* BOSTON, Ma Whesco Bldg., Fish Pie 





BORING FIXTURE 
FOR DIESEL | WRIST PIN BUSHING 


PERFECT f.tah, ALIGNMENT 


Perfect 
Center-to- 
Center 
Distance 


THE WADELL 


Accurate 
Boring 


Proper 
Micro-finishing 








Proper 
Alignment 


EQUIPMENT COMPANY 


GARWOOD, NEW JEKSEY 





January 


950 





KIENE MODEL K-120 UNIVERSAL 
Se PEAK 


» 
My 


\ PRESSURE 
\ INDICATOR 


neter drive oO rovic 
Thousands of Brown & a 6.0.3.4 


We urge buying throsegh the Distributor nase ; | 
BROWN & SHARPE !° KIENE DIESEL ACCESSORIES, inc. 
° fy ace | 
PURGLATOR 
() 


Wlicnoni, 
OIL FILTER 

















GET THE KIND OF DIESEL MEN YOU NEED 
FROM 


HEMPHILL SCHOOLS, INC. 


Ne Y ork Vie pe 
Ouees 





Auto-Lite Battery 
Personnel Changes 


onnel changes h 
| Blank 
the 


effectively, easily 
with spectalized 


Oakite materials 
GE Changes 


There's a complete size range 


 Titeflex 


ALL-METAL 
FLEXIBLE TUBING 


Regardless of how you use tubing, 
there's a size and a type of Titeflex 
that will do your job. Titeflex is 
made in diameters from 3/16” to 
3”, to solve all problems of size. 
It’s made in plain steel, stainless, 
brass, bronze, monel and inconel to 
handle all kinds of corrosive gases 
and liquids. And it's made in types 
to take temperatures up to 1650° F 
and pressures up to 6800 Ibs. 


Titeflex is constructed entirely of 

metal, with no packing to wear out. 

OAKITE PRODUCTS. INC ; It has. both flexibility and strength. 

22C Thames Street, NEW YORK 6, N.Y That's why it does more jobs and 


lasts longer doing them. 
Write for complete catalog 


500 Frelinghuysen Ave., Newark 5, N. J. 
SPECIALIZED INDUSTRIAL CLEANING 


MATERIALS + METHODS + SERVICE t \ t Gas Tu TITEFLEX STAYS TIGHT 
WHEN THE GOING IS TOUGH 


January, 1950 








Tank 
Contents At A Glance 


With Liquidometer remote 
reading fuel storage tank gauges 
you can check quickly and ac- 
curately oil deliveries, consump 
tion and amount on hand. No 
Diesel plant is complete without 
one. Liquidometer or Levelom 
eter models are available for 
tanks of any capacity 


Write for complete information 


THE LIQUIDOMETER CORP. 





Practical... 
THOROUGH TRAINING 


a ee Mk 
portment of West Coast University 
1601 Seuth Western Ave., Los Angeles 6, Colifornia 


FOR CLEAN OIL and 
CLEAN ENGINES... 


OIL PURIFICATION 
EQUIPMENT 


AIRLINE OfL PURIFIER 





Nordberg Distributors 
Ready to Ship! 
BARGAINS FOR SALE 
OR RENT! 
100 hW. 


Generator 


Diesel Engine 
Sets 


Martin Machine 


Appointment 

\ \l ( h 0 kw. 22¢ 

GASOLINE 

y kvoa 4\ 
SASOLINE 
kve 

Gaso 


DUQUESNE ELECTRIC & MFG. CO 


PITTSBURGH 6 PA 





OUR 87th YEAR 


PICKERING GOVERNOR G0. 


PORTLAND, CONN. 


Canadian GM Appointment 





BARTON MINES 


North 


CORPORATION 


‘ene. 
HYFLOW OL FILTER Ol RECLAIMER 


PURIFIERS - FILTERS - RECLAIMERS - CONDITIONERS 


There’s 2a HILCO for every engine lubrication 
and fuel oil Purifying Problem 


THE HILLIARD CORPORATION, 120 W. 4th St, Elmira, N. Y. 








Mutu 











Expansion Joint News 





Lal . 
PUBLISHED BY ZALLEA BROTHERS—WORLD'S LARGEST MANUFACTURERS OF EXPANSION JOINTS EXCLUSIVELY 


Largest Diesel Plant Uses Zallea 


FLEXIBLE CONNECTORS 


Control in Manufacture FLEXIBLE CONNECTORS 
COPPER VS. STAINLESS STEEL INSTALLED ON 
68 DIESEL ENGINES 











isn’t this saving in lubricant 
worth getting? 


The engine had previously produced an aver 
age of 1500 kw-hr per gallon of lubricant. With 
the switch to STANDARD HD, that figure was 
boosted to 2500 kw-hr—an increase of 1000 
kw-hr—a worthwhile reduction in lubricant 


consumption! 


rari 
STANDARD 


SZ 





